From: DiNatale, Margaret (DPH) 

Sent: Monday, October 27, 2008 11:20 AM 

To: Caloggero, Dina (DPH); Gilchrist, Mary (DPH); Han, Linda (DPH); Smole, Sandra (DPH); 

Szymczak, Elizabeth (DPH); Massif, Julianne (DPH); Nawn, Kathleen (DPH); Peppe, 
Joseph (DPH); Belanger, Peter (DPH); Boyd, Rozelta (DPH); Kazianis, Arthur (DPH); 
Elvin, Paul (DPH); Stiles, Tracy (DPH); Konomi, Raimond (DPH); Chen, Karen (DPH); 
Wang, Xingtai (DPH); Liu, Donghui (DPH); Borne, Alan (DPH); Gauthier, Cheryl (DPH); 
Stowell, Marcia (DPH); Rubin, Alan (DPH); Jenner, Jennifer (DPH); Clemmer, Jill (DPH); 
Jacobsen, Patricia (DPH); Salemi, Charles (DPH); Piro, Peter (DPH); Khan, Annie (DPH); 
Madigan, Phyllis (DPH) 

Cc: DiNatale, Margaret (DPH) 

Subject: BSL 3 - 2 conversions 

Hi. 

Friendly reminder - please send your questions regarding any aspect of converting labs from use as a BSL 3 to use as a 
BSL 2 space. 

Dr. Richmond will join us for a conference call on December 2 from 11:30 am - 1 pm. This conference call is with the 
other New England states and Wadsworth Center of NY. 

Dr. Richmond requested that all questions be collated and sent to him in one packet. I am coordinating the questions and 
will send to him by Nov. 15. 

Thanks, 

Peggy DiNatale 
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